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Message Text 


UNCLASSIFIED 

PAGE 01 LIMA 06445 082224Z 

14 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 COME-OO EB-07 /029 W 

005690 

R 082108Z AUG 75 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 6264 

UNCLAS LIMA 6445 

EO 11652: N/A 

TAGS: OGEN, ETRD, IBIO 

SUBJECT: FDS ADVISORY DEFECTIVE ELECTRONIC PRODUCT - EXCESSIVE 
ULTRAVIOLET RADIATION 

REF: STATE 126575 

COMATT WAS VISITED BY WALTER WILTSCHECK, AREA MANAGER, DENTSPLY 
INTERNATIONAL INC. MR. WILTSCHECK STATED DENTSPLY WAS NOW 
DISTRIBUTING MODIFICATION KITS WHICH WERE FDA APPROVED TO 
REMEDY HAZARDS SPECIFIED PARAGRAPHS 2 AND 3 REFTEL. HE SHOWED 
COPY OF ARTICLE FROM AMERICAN DENTAL ASSOCIATION NEWS PUBLICATION 
OF JUNE 30, 1975 WHICH INDICATED FDA HAD GRANTED ITS APPROVAL OF 
THE MODIFICATION KIT. 

WILTSCHECK REQUESTED EMBASSY INFORMED SAME ORGANIZATIONS IT HAD 
CONTACTED REGARDING HAZARDS AS INSTRUCTED BY REFTEL OF RECENT 
FDA ACTION ON MODIFICATION KITS (WHICH HE STATED SHOULD START 
ARRIVING IN A FEW DAYS FOR UNITS NOW IN USE IN PERU). 

COMMATT STATED HE WOULDINFORM DEPARTMENT AND WAIT FOR 
INSTRUCTIONS BEFORE HE WOULD CONTACT RECIPIENTS OF 
ORIGINAL REPORT. 

ACTION REQUESTED: W OULD APPRECIATE INSTRUCTIONS AS TO WHETHER 
OR NOT EMBASSY SHOULD INFORM RECIPIENTS OF PREVIOUS REPORTS 
OF RECENT FDA APPROVAL OF MODIFICATIONS. 

DEAN 
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